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coated with shellac varnish inside and outsi to dry betore introducing the lining. High are placed in a box having removable side extending" over the top. To the vertical > frame is loosely titled a horizontal frame whi plates of the battery. In the upper part < jounuiled a shaft: provided at opposite ends which are attached chains for lifting* the \i and plates supported thereby. The* shaft b a crank by which it may be turned, and which is engaged by a spring pawl attache standards.
The copper strips connected with the ; clamped to the strips extending from the cat the terminal strips are provided with bin receiving conductors. Kueh set of [dates is a hook, attached to the clamping strips by in bar of vulcanite or vulcanised fiber, 11 designed to be placed on the shaft when it in only a part, of the cells, the unused platos 1 from the others and suspended o*..r of coi solution. On account of the diflknilty of reir and almost insoluble crystals of ehronuxi batteries employing a solution of hiehroma bichromate of soda solution is substituted. forming in the bichromate of soda soluti removed from the cell
Tins solution is made by dissolving bkh in warm water to saturation, allowing it to o adding commercial sulphuric acid to the japertured board supported a short d
